176                                             Chloride of Lime in Sanitation.
The hypochlorite treatment had not passed beyond the experimental stage
in 1906, and final sand filtration was considered by the Board of Advisory
Engineers. Later it was decided to omit the sand filters, and to adopt the
hypochlorite treatment if need be.
269.  Disinfection at Baltimore and Providence.
PHELPS, E. B. American Jour, of Public Health, Vol. 2, p. 71-86, New York,
1912.
At Baltimore, disinfection was substituted for the sand filters, saving in
initial cost about a million dollars, and in annual operation over twenty-five
thousand dollars.
In Providence, H. I., 20,000,000 gallons sewage are disinfected daily.
Examinations of the oyster-beds this fall, previous to certification by the
State Commission of Shell-Fisheries, showed that many acres of beds that
were condemned a year ago can now be certified under the rigid standards of
that commission and that the dead line for oysters has moved a long way up
the Narragansett Bay, a result due without doubt to the disinfection treat-
ment.
270.  The Rocky Mount Sewage Sterilization Plant.
PHELPS, E. B.   Municipal Journal, Vol. 32, p. 665-668, 1912.
The Rocky Mount plant was designed for a population of about four or
five thousand people and cost in the neighborhood of $6,000 complete. It
comprises a screen, a detritus tank, two preliminary tanks, and the disinfect-
ing chamber proper, together with suitable apparatus for the preparation
and proper admixture of the disinfectant. Hypochlorite is being added at
the rate of 25 Ibs. per day, or approximately 90 Ibs per million gallons.
The actual labor involved in the operation of this plant requires less than
two hours per day of the attention of an unskilled laborer, and the somewhat
careful supervision of this man's work by the superintendent in charge. The
average results were as follows:
Bacteria growing at body temperature.................    99.7%removal
Bacteria growing at room temperature.................    96.9%     "
B. coli.............................................    96.1%     "
271.  Disinfection at Ligonier, Pa.
Engineering Record, Vol. 65, p. 434-435, 1912.
This community of 2,000 population is required by the State Board of Health
to disinfect effluent from the sewage purification plant, now (1912) under con-
struction. The bleach solution will be applied between the sprinkling filters
and the secondary sedimentation tank.